SERVICE SPECIFICATIONS — 2AZ-FE EXHAUST SS-29 


2AZ-FE EXHAUST 
SERVICE DATA 


Compression spring Minimum length: 
(Front exhaust pipe assembly x Exhaust manifold) 41.5 mm (1.634 in) 


Compression spring Minimum length: 
(Center exhaust pipe assembly x Tailpipe assembly) 38.5 mm (1.515 in.) 


SS-30 SERVICE SPECIFICATIONS — 2AZ-FE EXHAUST 


TORQUE SPECIFICATIONS 


Heated oxygen sensor (for bank1 sensor 2) 


Part Tightened N*m kgf*cm ft.*Ibf 
Front exhaust pipe assembly x Exhaust manifold 43 440 32 
Center exhaust pipe assembly x Front exhaust pipe assembly 43 440 32 
Tailpipe assembly x Center exhaust pipe assembly 43 440 32 
44 449 33 


